USDA 



United States Department of Agriculture 
Animal and Plant Health Inspection Service 

(INSPECTION REPORT) 


JWEST 

31706 custjd 
208683 inspjd 
35942 site id 


CHERYL CARTER Customer ID; 31706 

R C KENNEL Certificate; 73-A-221 9 


23171 SMITH LOOP 
CAMERON, OK 74932 


Site; 001 

CHERYL CARTER 

Inspection 

Type; ROUTINE INSPECTION 
Date; NOV-07-2005 


no noncompliance identified this inspection 
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